From: 

Stevenson, Allan (DPH) 

Sent: 

Wednesday, January 30, 2008 9:24 AM 

To: 

Nassif, Julianne (DPH); Pribeck, Kristen (DPH) 

Cc: 

Hanchett, James (DPH); Salem, Sharon (DPH) 

Subject: 

Amherst Lab Alarm 


Deputy Chief Patrick Archbald (413-545-3800) called us to say that that the UMass Police would only be monitoring our 
alarm system for another 6-8 weeks. 

Deputy Chief Archbald told Jim that they were putting in a new system. I don’t know exactly what that means since I 
believe they told us that all alarms on campus would require monitoring by private vendors. 

Cam 

Allan Campbell Stevenson 
Mass. Department of Public Health 
Western Mass. Public Health Center 
Amherst, MA 01003 
voice 413-545-2606 
fax 413-545-2608 
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